Saunders, Della (DPH) 


From: Armistead, Lewis (PLY) 


Sent; Tuesday, June 19, 2012 12:17 PM 

To: Saunders, Delia (DPH); Corbett, Kate (DPH) 


Subject: 



Ladies. 

These cases have been continued to Monday, October 1®’. You are released from the summons you have 
for tomorrow morning. You will be getting a new summons for that next date, but would appreciate it if you 
would pencil that date in, The continuance was granted because defense counsel is requesting discovery 
packagesforthefollowing files: 

1 . 

2 . 

3 . 

4 . 


! would appreciate your sending me those files to: Plymouth District Attorney’s Office 

32 Belmont Street 
Brockton, MA 02301 

Thanks, Lewie 


6 / 19/2012 
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The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 

governor bureau of laboratory sciences 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUOYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


June 20, 2012 


ADA Lewis Armistead 
Plymouth County District Attorney’s Office 
Re: Samples|~ 

Comm, 



Dear ADA Armistead; 


Enclosed are copies of the information you requested for the above mentioned samples: 

1) Drug Receipts 

2) Evidence Control Cards with hand-written notations 

3) Drug Powder Analysis Form with Kate Corbetts hand-written notations! 


4) Drug Powder Analysis Forms with my hand-written notations 

5) GC/MS confirmatory data 

Kate Corbett was the primary/custodiaUhemist and performed preliminary testing and 
net weight calculations for sample^^H^^ I was the confirmatory chemist and 
analyzed the GC/MS data foMhi^^^^^^^^h^ustodia^hemis^nd performed all 
the for 


if you have any further questions, please do not hesitate to call me at either 617-983- 
6632 or 61 7-983-6689. 


S^rely^ 

Della Saunders 
Chemist lil 
William A. Hinton 
State Laboratory Institute 
305 South Street 
Jamaica Plain, MA. 02130 

Cc. KAC 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute 

Tei (617) 983-6622 
Fax (617) 983-6625 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 


Amherst Hours 


8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


9 : 00 - 12:00 

1 : 00 - 3:00 


Citj' or Department: Brockton Police Department _Police Reference No.: 

Name and Rank of Submitting Officer: DONOHUE, PATRICK s 380 DOC # R010480 



Defendaiit(s) Name (last,first,initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 























Received By: 
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aiy: Brockton Police Dept « « » 

d“'- ^Jj||lWTRjC|DONOHt« 


Amount; 

No. Cont; Q 

Date Rac'd: 07/31/2008 
Gross Wt,; 753., 


Subst.’SUB 

Cf 




Corbett email PRR 010101 


PHYSICAL DESCRIPTION: 








Gross Wt {(J)):. 
Gross Wt ( ): 


Pkg. Wt; __^ 


.. -- I I ^ Net wt: L^U ■ L 

i-mfg, 14 

\pWuhi I ^ qj > q [ p(aS"Hc y fin (?)' 


PRELIMINARY TESTS 


Soot Tests 

Mlcrocrvsfalline Tests 


Chloride 


OTHER TESTS 


GC/MS CONFIRMATORY TEST 
RESULTS 


RESULTS 

MS 

OPERATOR 

DATE 




If) 

7 ,,. 

1 

1 



1 - 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

E;\SYSTEM7\10 01 08\624126.D 

Operator 

DCS 

Date Acquired 

1 Oct 2008 15:47 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance T(C: 624126.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


624126.D Wed Jun 20 17:59:21 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

E; \SYSTEM7\10__01_08\624127.D 
DCS 

1 Oct 2008 16:00 

HEROIN STANDARD 

27 

DRUGS . M 
RTE 


Abundance 

TIC: 624127.D\cfata. 

ms 


6.< 

i02 

400000 



300000 



200000 



100000 

0 

^ f 1 t 1 t 1 1 1 1 ^ 1 1 F I-1--T-T~rT~r~T~T~T"rT-i~T-rT-7-'1 1 i fT‘T"r ) 1 1 1*^1 rt i } *1 



QVj-T T T -t j I I 1 ^ j ; ! I n f T- 7 --7-- r -j-T-T-- r - r -]-T-rT- i ' ^ i i rr T "t t i i f i M i } ‘ t T < i }M | ^' r^p ^^r^r^^T^^p^^r l i | i i i i | i i m p" 

Time-> 2.00 2.50 3,00 3.50 4.00 4,50 5.00 6.50 6,00 .6.60 7.00 7.50 8.00 8.50__9.00 9.50^ 


Ret. Time 

Area 

Area % 

Ratio % 

6.602 

659578 

100.00 

100.00 


624127.D Wed Jun 20 17:59:25 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E: \SYSTEM7\10__01_08\624127.D 
DCS 

1 Oct 2008 16:00 

HEROIN STANDARD 

27 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI,L 

C;\Database\NIST05a,L 
C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

; 80 
: 80 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.60 

C:\Database\SLI,L 

HEROIN 

000561-27-3 

99 


Abundance 

80 

60 

40 

20 

0 


4.3 


Average of 6,556 to 6.708 min.: 624127.D\data.ms (-) 


268 


327 


215 


81 


146 


59 


94 


115 


Vrrrfirt4 


j28 


162 


'll rs'ifilsH! 


181 


197 


r-t-fTm-x 






310 


369 


284 

I 298 , 

-T+n-t'THV 


354 


.. ‘ I r-p" ' ' ' r " 

m/z-> 40 60 80 100 120 .140 160 180 200 220 240 26 0 280 300 320 340 360 


Abundance 

80 

60 

40 

20 

0 

m/z-> 


#1: HEROIN 


4i3 


268 


327 


216 


81 


59 


94 


116 


146 


128 


162 


174 


1971 j 


Ihu. iiftilvrfail'iiii’u.jiiyii’ 


f®240253 


n I I I 1 1 I 


310 


284 


298 


369 


341 

T 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


624127 .D 


Wed Jun 20 17:59:26 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator ; 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


E:\SYSTEM7\10_01_08\624128.D 

DCS 

1 Oct 2008 16:13 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance TIC: 624128-D\data.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


624128,D Wed Jun 20 17:59:30 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\10_01_08\624129.D 

DCS 

1 Oct 2008 16;25 

KAC 
29 - 

DRUGS.M 
RTE 



Ret, Time 

Area 

Area % 

Ratio % 

6.597 

538558 

100.00 

100.00 


624129.D 


Wed Jun 20 17:59:34 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 



File Name 

E:\SySTEM7\l0 01 08\624129.D 



Operator 

DCS 



Date Acquired 

1 Oct 2008 16:25 



Sample Name 




Submitted by 

KAC 



Vial Number 

29 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries; C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASH 

Qual 


6.60 C;\Database\SLI.L 
HEROIN 
01^-073 


000561-27-3 99 

208987-48-8 4 


Abundance 

80 

601 

40 

20 
0 


43 


Average of 6.555 to 6.730 min.: 624129.D\data.ms (-) 


268 


327 


204 


81 


146 


69 

.|j 

-A 


94 


124 


.Ilf 


lilt 


162 


181 


‘r^“rTTTTT 7 


I".,„, Wi' 


310 


rtYrV-rf'f i 1 i 1 I rf rvj- 


226238 253 , 

.7'! -n. ,il.. i:?i 


284 


298 


369 


vr - VM *' r T.rrr- 


354 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 ,320 340 360 


Abundance 

80 

60 

40 

20 

04 

m/z-> 


##1; HEROIN 


43 


268 


327 


215 


81 


59 


94 


115 


146 


28 

ikill 


162 


174 


197 




2p8 253 


r I I I I II j I I t 1 I I I in 1 I I I j . 


310 


284 


298 


369 


341 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


624129.D Wed Jun 20 17:59:34 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; E:\SySTEM7\10_01_08\624130.D 

Operator ; DCS 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 30 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


^^c^ 2008 16:38 

KAC 


Abundance 

400000] 


300000i 


200000 


100000 


0 


TIC; 624130 0\data.ms 
6.603 


rfr. 


L. 


I > I |-r -?T~l ~| I I I 'T' -j-T - i--i-r-T-T--r-- r -i - r'f i I I | I M I 

Time-> 2,00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 


TT-p-r-T-r-p-T 

9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

6.603 

620434 

100.00 

100.00 


624130 .D 


Wed Jun 20 17:59:38 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name ; E;\SYSTEM7\10_01_08\624130.D 

Operator : DCS 

Date Acquired ; 16:38 

Sample Name : 

Submitted by : KAC 

Vial Number : 30 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search 

Libraries; C:\Database\SLI.L 

C;\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

; 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


6.60 C:\Database\SLI.L 
HEROIN 
JWH-073 


000561-27-3 99 

208987-48-8 4 


Abundance 


43 


80; 

60 

40 

20 

0 


81 


59 


94 


Average of 6.665 to 6.735 min.: 624130.D\dafa.ms (-) 


268 


327 


146 


204 

I 




124 

i 

it!, 


162 


,181 


310 


226 


i:i 1' 298,1 

t j - i lii Vvl i7 - i I ' ' ' i'l ;'V I III II I ! ■'> i T ' i'r 'i 'i'T'i '- i ' y T-r i i'i i . | r l - l '-i' 


284 


369 


m/z-> 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 _320 340 360 


Abundance 


i 4j 


80! 
60 i 

40 

20 

0 


#1: HEROIN 


268 


327 


81 


69 


94 


115 146 

28 

,1 i'it 


162 


174 






197 


215 


Jii 


,, 228240253 

f- j i I -1 '' I' l V I' l ' - l t-tTVy-r 


310 


284 


298 


341 


369 

! 


-rri'T I I I I I 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


624130 .D 


Wed Jun 20 17:59:39 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E: \SYSTEM7\10_01__08\624131.D 
DCS 

1 Oct 2008 16:51 


KAC 

31 

DRUGS.M 
RTE 


Abundance TIC: 624131.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6,603 

705118 

100.00 

100.00 


62413l.D Wed Jun 20 17:59:43 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E;\SYSTEM7\10_01_08\624131.D 
DCS 

1 Oct 2008 16:51 


KAC 

31 

DRUGS,M 
RTE 


Search 

Libraries: C;\Database\SLr.L 

Minimum 

Quality; 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C;\Database\PMW_TOX2.L 



PK# 

RT Library/ID 

CAS# 

Qual 


6.60 C:\Database\SLI.L 
HEROIN 
JWH-073 


000561-27-3 99 

208987-48-8 2 


Abundance 

80 

60 

40 

20 
0 


Average of 6.560 to 6.714 min.: 624131.D\data.ms (-) 


268 


327 


310 


204 


81 


146 


59 


94 


115 


“'t t V I 




28 

liliA 


162 

ii,jiT 

\\M 


i I i TM-vt - T - vj-V - yT ^-T- f I M 1 t ; t I f I , 


. 1 , 


6 


, 238 253 j 


284 




298 


369 


rT -f - y e r r' l j‘ n ' T - r |-T 11 i j » i 


354 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 

80 

60 

40 

20 

0 


#1: HEROIN 


4,3 


268 


327 


215 


81 


59 


94 


115 


146 


28 

ii 


162 


174 




197 

.nill: 


2j282<,0253 

.iU ,:U. lFi. 
--J-yT-T-i-TT-t 


310 


284 


298 


369 


;i |i, 341 


‘ I ] . V i I' Y I I I I I I I I Vf I I ■ l-f T-T-TT I , I I I I I I T-rJT. r i i ; i i i ^ | i i i , j , , , , , , , , . 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


624131.D Wed Jun 20 17:59:43 2012 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

E: \SYSTEM7\10__01_08\624132 .D 
DCS 

1 Oct 2008 17:03 

BLANK 
KAC 
1 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


624132,D Wed Jun 20 17:59:47 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\10_01_08\624133.D 

DCS 

1 Oct 2008 17:16 


KAC 

33 

DRUGS.M 
RTE 



TIC: 624133.D\data.niis 
6.$03 


300000- 

200000 . 

100000 

qL,. ,, , , . , , , > . .. ..rr - p-nr -r T^Vrl-r^ . | M I : | j i i n'T! i i | i i i i | i i i -rp- 

Time-> 2.00 2.60 3.00 3.50 4.00 4,50 5.00 6.60 .6^00 6.50 7.00 _, 7,50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6,603 

607502 

100.00 

100.00 


624133 .D 


Wed Jun 20 17:59:51 2012 


Page l 
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Area Percent / Lribrary Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E : \SySTEM7\10_01___08\624133 -D 
DCS 

1 Oct 2008 17:16 

KAC 

33 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C;\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PKlf 

RT 

Library/ID 

CAS# 

Qual 

1 

6.60 

C:\Database\SLI.L 

HEROIN 

000561-27-3 

99 


Abundance 


, 413 

80 
60 
40 

20 
OV^' 


Average of 6.555 to 6.730 min.: 624133.D\data.ms (-) 


327 


268 


204 


310 


81 


146 


59 


Jut 


94 


124 




ill H, 


162 


h'.';:.. ttJiJ 


,181 


- -- ,1VV'i I . vi-r l 


226 


'h 


253 


284 


298 


369 


354 fi, 

TT-TTr r r-rt 


m/z-> 
Abundance 

80 
601 
40i 
20 

0 


40 ' 60 " 80 100 120 140' 160 " 180 ”200" 220 240' 260 260 300 320 340 , 360 


m: HEROIN 


43 


268 


327 


215 


81 


59 


94 


115 


146 


28 

ik 


162, 


174 

li li I 

.hf 




310 


284 


298 


369 


341 


r I I I t n I I I 1^1 j } 1 1 I I ) 1 1 I I ") ' 


m/z--> 


40 60 


80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


624133.D Wed Jun 20 17:59:51 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E: \SYSTEM7\10__01__08\624134 .D 
DCS 

1 Oct 2008 17:29 

34 

DRUGS,M 
RTE 


Abundance 

500000 

400000 

300000 

200000 

100000 


TIC: 624134.D\data.ms 
6.$03 


0 ‘■T'-j-r-i 

Time-> 2.00 


-r- T 'i fT -r-T-^ r - p ?-- r -irxj-|-r 

2.50 3.00 3.50 4.00 


4.50 5.00 


i T -r- l- T T ^L I I I I I I I 1 I I l -l ■ [ i , 

5.50 6.00 6.50 7.00 _7.50 8^00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.603 

795941 

100.00 

100.00 


624134.D Wed Jun 20 17:59:55 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SySTEM7\l0 01_08\624134.D 



Operator 

DCS 



Date Acquired 

1 Oct 2008 17:29 



Sample Name 




Submitted by 

KAC 



Vial Number 

34 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C;\Database\SLI.L 

Minimum 

Quality; 80 


C:\Database\NIST05a.L 

Minimum 

Quality; 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASH 

Qual 


6,60 C:\Database\SLI.L 
HSROIN 


000561-27-3 99 


Abundance 

80 

60 

40 

20 


43 


Average of 6.555 to 6.730 min.; 624134.DWata.ms (-) 


327 


268 


204 


81 


146 


94 115 


69 


1 

i 


28 





.ii, 


162 


,181 


J 


16 


ml7.-> 40 ' ' 60 ' ' 80 100 120 140 160 180 200 220 240 260. 280 300 320 340 360— 


I, i n-[+-i'rn 


1 238 263 

‘i ,1... III.. 


310 


284 


298 , 


, pf 


369 


354 


Abundance 

80 

60 

40 

20 ! 

oi 


#1: HEROIN 


I 43 


268 


327 


81 


59 


94 I'?® 162 

128 


174 




215 

I 


m/z-> '^Vo’ ' ' 60 " so ioo' ' 120 ' ’iio’ ieo "i8o"20o"22o' 240 260 280 300 320 340 360 


310 


284 


298 


369 


341 


624134,D Wed Jun 20 17:59:56 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E; \SYSTEM7\10_01__08\624135 .D 
DCS 

1 Oct 2008 17:42 


KAC 

35 

DRUGS.M 
RTF 


Abundance 

SOOOOO 

400000 

300000 

200000 

100000 


TiC: 624135.D\data.ms 
6403 


Tinne-> 


0 S-y-i' [ 1 TTTyrr 

2.00 2.50 3.00 



3.50 4.00 4.50 5.00 


I t ■■[■■T -r ' i-v'yV '- r - r ' i- T A T i i | i i i i [ i i , ■ r i " i"r 'T " [ " i i i i | t i i i | i i i i 

5.60 6.00 6.50 7.00 7.50 S.OO 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.603 

822661 

100.00 

100.00 


624135.D Wed Jun 20 18:00:00 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\10_01_08\624135.D 
DCS 

1 Oct 2008 17:42 

KAC 
35 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C: \Database\Pr4W_TOX2 . L 

Minimum Quality 
Minimum Quality 

: 80 

: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


6.60 C:\Database\SLI.L 
HEROIN 
JWH-073 


000561-27-3 99 

208987-48-8 2 


327 


268 


310 


Abundance Average of 6.665 to 6.772 min.: 624135.D\data.ms {-) 

8,0 
60 i 
40 

20 

0 " 1 r I i i y i i r i r in , r r j^ - 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 _360 


204 


81 


146 


59 


94 


162 


! I 


,181 


107 

nr'1 "1 r 1 ( I I I I j F 1 I I I 






284 


298 


369 


354 ii. 


4,3 


268 


327 


Abundance #1: HEROIN 

80 

60 

40 
20 

m/z-? 40 ' 60 ' 80 ' ioo' iio' UO^lTo' 'l8o' '200 220 240 260 280 300 320 340 360 


215 


81 


59 


94 


115 


146 

28 

ifj 


162 


174 


310 




369 


.tPl... IVI l! li!| '• 

I , i I ‘ i - fi t*T-r J t-Cn I j I I I‘| 1 i I I I I'l' I r 


341 


624135 .D 


Wed Jun 20 18:00:00 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 

File Name 

E;\SYSTEM7\10 01 08\624140.D 

Operator 

DCS 

Date Acquired 

1 Oct 2008 18:45 

Sample Name 

BLANK 

Submitted by 
vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


624140.D Wed Jun 20 18:00:17 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E;\SYSTEM7\10_01_08\624141.D 
DCS 

1 Oct 2008 18:58 

HEROIN STANDARD 

41 

DRUGS,M 
RTE 


TfC: 624141.DVdala.ms 

6. 

I03 


I 

T I 'f rTT"rT"I'l-T']'f'V T-T'V fl'T'T ] T 1 T T T' T 1 1 1 ' 


Abundance 


300000' 


200000 


100000 


0 


Time-> 2.00 2.50 3.00 3.50 4.00 4,50 5,00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.603 

589263 

100.00 

100.00 


624141.D Wed Jun 20 18:00:21 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 



File Name 

E:\SYSTEM7\10 01 08\624141.D 



Operator 

DCS 



Date Acquired 

1 Oct 2008 18:58 



Sample Name 

HEROIN STANDARD 



Submitted by 




Vial Number 

41 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality; 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


6.60 C;\Database\SLI,L 
HEROIN 
JWH-073 


000561-27-3 99 

208987-48-8 2 


Abundance 

80 

60 

40 

20 

0 


<3 


Average of 6.560 to 6.714 min.: 624141.DWata.ms (-) 


268 


327 


204 


81 


146 




i 94 

124 

59 

li ’ll' 


i J 

1,07 

1 


! 

■ liil til 

111 j 
60 

8' 

1 r T 

0 

■VY'T'T T" 
100 

r-pr-r-n-p- 

120 140 


162 


181 


226 


263 


,4i 


310 


284 


298 


369 


354 


Abundance 

80 

60 

40 

20 ; 

0^ 


#1: HEROIN 


4.3 


268 


327 


215 


81 


59 

|l 


94 


! I, 


115 146 

128 I I 


162 


174 


197 


310 


341 


HI.. lUn I’iJ' .l-rii': 

-p-,-rT-i-r-r-r-|-p-r-r-rjT-t^-rT‘rryTT-r'r-|‘ri-rT-ti-TVTxt^Vr^^^ l‘i-f| inn . iV,, r^rT-n^rT-n-rTT-TT 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


11 ^8240 2p 


284 


i I, 298 I 

■ I > i -y I I i Ti- l-i 


369 


624141.D Wed Jun 20 18;00i22 2012 


Page 2 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratorj' 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 


8 : 00 . 

2 : 00 . 


11:00 

4:00 


DRUG RECEIPT 


Amherst Hours 


9:00 

1 : 00 . 


12:00 

3:00 


City or Department: Brockton Police Department _Police Reference No.: 


Name and Rank of Submitting Officer; domohoe, PATRICK s 380 DOC # RQ14828 
Defeudant(s) Name (last,first,initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 



Corbett email PRR 010124 










PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laborator)' Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 


8 : 00 - 

2 : 00 - 


11:00 

4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: 


Brockton Police Department 


Police Reference No.: 


Name and Rank of Submitting Officer: DONOHUE, PATRICK S 380 DOC # R014827 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 



\ 

Corbett email PRR 010125 










PLEASE PRINT CLEARLY OR T\TE ALL INFORMATION 


Boston Drug Laboratorj' 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health "and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 


8:00 
2:00 ■ 


11:00 

4:00 


DRUG RECEIPT 


Amherst Hours 


9:00 

1 : 00 - 


12:00 

3:00 


City or Department: Brockton Police Department _Police Reference No,: _ 

Name and Rank of Submitting Officer; DONOHUE, PATRICK s 380 doc # R014826 

Defeiidaiit(s) Name (last,first,initial); 

To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 








No. Date Analyzed: |:>|^Y j 4 20|2 

City: Brockton Police Dept. 

Officer: Detective PATRICK DONOHUE 

Subst:SUB 

No. Analyzed: / 

Net Weight:i;^^^ 

# Tests: ^ ^ 

Prelim: A/ Findings: 

£-W 



Amount: 

No. Cont: 4 Cont: pb 

Date Rec'd: 05/03/2012 
Gross Wt.: 10.88 



Corbett email PRR 010127 





■j 


Date Analyzed: | 4 201? 

City: Brockton Police Dept. 

Officer: Detective PATRICK DONOHUE 
Def: 

Amount: 

No. Cont: 1 Cont; pb 

Date Rec'd: 05/03/2012 ' No. Analyzed: 

Gross Wt.: 14.72 Net Weight; ih 

# Tests:/7 


Subst: SUB 


Prelim:, 


Findings: 





Date Analyzed; j 4 nnp 
City: Brockton Police Dept. ^ 

Officer: Detective PATRICK DONOHUE 
Def; 

Amount: Subst: SUB 

No, Cont; 1 Cont: pb 

Date Rec'd: 05/03/2012 No. Analyzed: 

Net Weight: 

# Tests: 



O,^ / 

7' ^ 


Findings; 



< 7 .. 

■/ 


Corbett email PRR 010128 







PRELIMifNARY TESTS 
Spot Tests 


Microcrystalline Tests 


Cobalt j i 

Thiocyanate ( ) 


Marquis 

Froehde's ±aMik_ 



Mecke‘s 


Gold 

Chloride 


-U 


TLTAj_ 


OTHER TESTS 















Area Percent / Library Search Report 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


828204.0 Fri May 11 12:36:11 2012 


Page 1 
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Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

C:\MSDCHEM\1\SYSTEM7\05_11_12\828205.D 
DCS 

11 May 2012 12:40 

HEROIN STANDARD 


DRUGS.M 
RTE 


-t7 


2L 


Abundance 


TIC; 828205.D\ciata.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.274 

1057260 . 

100.00 

100.00 


828205.D Fri May 11 12:51:50 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

C:\MSDCHEM\l\SYSTBM7\05_ll_12\828205.D 

Operator 

DCS 

Date Acquired 

11 May 2012 12:40 

Sample Name 
Submitted by 

HEROIN STANDARD 

Vial Number 

5 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C; \Database\PMVJ_T0X2 . L 


PK# 


1 


RT 


6.27 


Library/ID 


C:\Database\SLI.L 
HEROIN 



CAS# 


000561-27-3 


Qual 


99 


Abundance 


' Average of 6.232 to’6.426 min.; 828205.D\data.ms (-) 



80 

60 

40 

20 


4i3 




OVf 


266 


327 


215 


81 


69 


-rr r^j'i I I Y 


94 


115 


146 


Al, 


28 

ikuy 




'fl74 


310 




369 


40 60 80 


100 120 140 160 180 200 220 240 260 280 300 320 340 360 


828205.D Fri May 11 12:51:51 2012 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth; 
Integrator : 


Data File: 

C;\MSDCHEM\1\SYSTEM7\05_11_12\828210,D 
DCS 

11 May 2012 13:58 

BLANK 
DCS 
1 

DRUGS . M 
RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


828210.D Fri May 11 14:10:14 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data Filer 

File Name : C:\MSDCHEM\1\SYSTEM7\05_11__12\828211.D 

Operator ; DCS 

Date Acquired : llMay2012 14:14 

Sample Name : 

Submitted by : DCS 
Vial Number ; 11 

AcquisitionMeth: DRUGS.M 
Integrator : RTE / 


Abundance 


T!C: 828211 .DWata.ms 



Ret, Time 


Area Area % Ratio % 


2.965 

178157 

2.76 

3.05 

3 .219 

119710 

1.85 

2.05 

5.755 

100470 

1.55 

1.72 

5,814 

221725 

3.43 

3.79 

6.285 

5843617 

90.41 

100.00 


828211.D 


Fri May 11 14:25:56 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\l\SySTEM7\05_ll_12\828211.D 
DCS 

11 May 2012 14;14 


DCS 

11 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


2.96 C:\Database\PMW_TOX2,L 
Aminoethanol 
Valproic acid 
Myristic acid 


000141-43-5 3 
000099-66-1 2 
000544-63-8 2 


Abundance 


Average of 2.890 to 3.023 min.: 828211 .DWala.ms (-) 



80 

60 

40 

20 

0 


3b 


42 


61 


I I qS I I I j I M I j I I I i [ I I I I I I j ^ t ] I t I I f > I I r |-r-T r t | i i i f j f i i i | rrr i p : ] l | i i i i j t t 

m/z-> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


828211.D 


Fri May 11 14:25:57 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data Filer 

File Name : C;\MSDCHEM\l\SYSTEM7\05_ll_12\828211.D 

Operator ; DCS 

Date Acquired : 14 :14 

Sample Name : 

Submitted by r DCS 

Vial Number ; 11 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

2 

3.22 

C:\Database\NIST05a .h 
IH-Purine-2,6-dione, 
lH-Purine-2,6-dione, 

3.7- dihydro-'1, 

3.7- dihydro-1, 

000058-08-2 

000058-08-2 

96 

96 



lH-Purine-2,6-dione, 

3,7-dihydro-1, 

■ 000058-08-2 

96 



m/z-> 10 20 30 40 50 60 70 80 90 100 110 120_1^0_140 150 160 170 180 190 200 


828211,D Fri May 11 14:25:57 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_ll___12\828211.D 

Operator : DCS 

Date Acquired i 11 May 2012 14:14 

Sample Name ; 

Submitted by : DCS 

Vial Number ; 11 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries.- C:\Database\SLI.L Minimum Quality.- 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3 5.76 C:\Database\NIST05a.L 

Morphinan-6-ol, 7,8-didehydro-4,5-e 006703-27-1 
Morphinan-6-ol, 7, 8-didehydrO"4 ,5-e 006703-27-1 
Acetylcodein 1000153-00-2 


Abundance Average of 5.713 to 5.782 min.: 828211.DWafa.ms (-) 



mfz-> 40 60 80 , 100 1_2£ 140.160 180 200 220 240 260 280 300 320 340 

Abundance#148334: Mofphinari-6-ol, 7,8-didehydro-4,5-epoxy-3-mefhoxy-17-metKyf-, acetate {ester), {5,alpha.,6.atpha 

! 341 




m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


828211.D Fri May 11 14:25:58 2012 Page 4 
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99 

99 

99 








Area Percent / Library Search Report 


Information from Data Filer 

File Name : C;\MSDCHEM\l\SYSTEM7\05_ll_12 \a2 8211.D 

Operator : DCS 

Date Acquired ; 14:14 

Sample Name : 

Submitted by : DCS 

Vial Number ; 11 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID 

CAS# 

Qual 

4 5.81 C:\Database\NIST05a.L 



6-Monoacetylmorphine 

002784-73-8 

95 

6-Monoacetylmorphine 

002784-73-8 

93 

6-Monoacetylmorphine 

002784-73-8' 

92 



Abundance #140703:6-Monoacetylmorphine 



828211.D Fri May 11 14:25:58 2012 Page 5 
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Area Percent / Library Search Report 


Information from Data File; 

File Name ; C;\MSDCHEM\l\SYSTEM7\05_ll_12\828211.D 

Operator : DCS 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 11 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


^^^^^^^2 14:14 

DCS 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW TOX2,L 


PK# RT 


Library/ID 


6.28 C;\Database\SLI.L / 

HEROIN [y 


000561-27-3 99 


Abundance Average of 6,227 to 6.523 mfn.:'8282l i.D\data.^m^^^ 



Abundance #1: HEROIN 



B28211,D Fri May 11 14:25:59 2012 Page 6 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

C;\MSDCHEM\1\SYSTEM7\05_11_12\828212 .D 
DCS 

11 May 2012 14 : 30 

BLANK 

1 

DRUGS . M 
RTE 


Abundance 


TIC: 828212.0\data.ms 





Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


828212.D Fri May 11 14:41:36 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Abundance 


C: \MSDCHEM\1\SYSTEM7\05_11__12\828213 .D 
DCS 

11 May 2012 14:46 

BLANK 


1 

DRUGS. M 
RTE 


TIC: 828213.DWata.ms 




Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


828213.D Fri May 11 14:57:16 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 



Ret. Time 

Area 

Area % 

Ratio % 

6.269 

1320285 

100.00 

100.00 


828214.D Fri May 11 15:12:56 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data Pile: 

C:\MSDCHEM\l\SySTEM7\05_ll 12\828214 .D 
DCS 

11 May 2012 15:01 

HEROIN STANDARD 

5 

DRUGS , M 
RTE 


Search Libraries; C:\Database\SLI.L 

C;\Database\NIST05a.L 
C:\Database\PMW TOX2.L 


Minimum Quality; 80 
Minimum Quality: 80 


PK# RT 


1 6.27 


Library/ID 

- -- ^ 

C:\Database\SLI.L 
HEROIN C/' 


CAS# Qual 


000561-27-3 99 



828214,D Fri May 11 15:12:56 2012 


Page 2 
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PRELriVIINARY TESTS 
Spot Tests 


Cobalt 
Thiocyanate 


Marquis 

\ * Vi# ^ A J 


’c 


Froehde' 


Mecke's -H 




Microctvstalllne Tests 
Gold 

Chloride_ 

■^‘-TAi_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS 

DATE 


GC/MS CONFIRMATORY TEST 
RESULTS 



Revised 7/2005 

Corbett email PRR 010144 











Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\1 
DCS 

11 May 2012 
BLANK 


DRUGS.M 
RTE 


\SYSTEM7\05_11 12\828204.D 

12:24 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


828204.D Fri May 11 12:36:11 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

C;\MSDCHEM\1\SYSTEM7\05_11_12\828205.D 

Operator 

DCS 

Date Acquired 

11 May 2012 12:40 

Sample Name 

HEROIN STANDARD 

Submitted by 


Vial Number 

5 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 

------———-- 

-----7^-- 





Ret, Time 

Area 

Area % 

Ratio % 


6.274 

1057260. 

100.00 

100.00 



828205.D Fri May 11 12 l 51;50 2012 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name ; 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator ; 


Data File: 

C:\MSDCHEM\1\SYSTEM7\05_11_12\828205.D 

DCS 

11 May 2012 12:40 

HEROIN STANDARD 

5 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


1 6.27 C:\Database\SLI.L 

HEROIN 



Minimum Quality; 80 
Minimum Quality: 80 


CAS# Qual 


000561-27-3 99 


Abundance ... Average of 6.232 to‘ 6.'428 min.: 828205.D\da!a.ms (-) 



828205.D Fri May 11 12:51:51 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 



C ; \MSDCHEM\l\SYSTEM7\05_ll_12 . u 

DCS 

11 May 2012 12:56 

BLANK 
DCS 
1 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


828206 .D Fri May 11 13:07:30 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


r X jLi;: . 

C; WsDCHEM\l\SYSTEM7\05_ll_12\828207.D 

DCS 

11 May 2012 13:11 


DCS 
7 

DRUGS.M 
RTE 



1600000 

1000000 

500000 


OV-^-T- 
Tinne-> 2.00 

3 0 0. _ 

-T-t-1 ' v-T-i-f-r ' , 

4.00 5..0g__ 6.00 

' 1 

_7.00 

1 1 T-V-l 1 j 1 1 1 * { < . . 1 1 . ■ ■ ■ 1 - • • 

8.00 9.00 JO.pO .,11.00 .1Z00 . 

Ret. Time 


Area 

Area % 

Ratio % 

2.938 

3.219 

6.280 


332454 

166065 

3293570 

8.77 
4.38 
86.85 

10.09 

5.04 

100.00 


828207,D Fri May 11 13:23:14 2012 


Page 1 


Corbett email PRR 010149 






Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 


Date Acquired 
Sample Name 
Submitted by 
Vial Number. 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_11_12\828207.D 

DCS 

11 May 2012 13:11 


DCS 
7 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI,L 

C;\Database\NIST05a.L 

C: \Database\PMl^_TOX2 . L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 2.94 C:\Database\NIST05a.L 

1-Inositol 
Scyllo-Inositol 
Inositol 


1000007-49-1 80 

000488-59-5 80 

006917-35-7 72 



828207 .D 


Fri May 11 13:23:15 2012 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\l\SySTEM7\05_ll_12\828207.D 

DCS 

11 May 2012 13:11 

DCS 

7 

DRUGS . M 
RTS 


Search Libraries: C:\Database\SLI.L 

C;\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 


PKtt 


RT 


Minimum Quality; 80 
Minimum Quality: 80 


Library/ID 


CAS# 


Qual 


3.22 C:\Database\NIST05a.L 

lH-Purine-2,6-dione, 3,7-'dihydro-1, 000058-08-2 
lH-Purine-2,6-dione, 3,7-dihydro-1, 000058-08-2 
lH-Purine-2,6-dione, 3,7-dihydrO'l, 000058-08-2 


98 

98 

96 


Abundance 

80 

60 

40 

20 


Average of 3.198 fo 3.336 min!; 828207.'D\dala.ms {-) 


194 


109 


55 67 

f 


42 


m/z-> 'io ' ' 2o'” sTlTJo '; ^ 70:;8^ .120 130.14^15(^160 170. W 190 


82 


94 

I ' l n I ' I lilt 


136 165 

122 h 149 I__ 

w » I I'M I } 1 i‘I m |- r i I i‘ | r r- i i | i r i "< ' 7 ‘i ■ ^ > j - ■ ) i j 



828207.D Fri May 11 13:23:15 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\SYSTEM7\05_ll_12\828207.D 

DCS 

11 May 2012 13:11 


DCS 

7 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI,L 

C:\Database\NIST05a.L 
C;\Database\PMW_TOX2.L 


PK# RT 


Library/ID 


3 6.28 C:\Database\SLI.L - 

HEROIN i/ 


Minimum Quality: 80 
Minimum Quality; 80 


CAS# 


Qual 


000561'27--3 99 


Abundance 

80 

60 

40 

20 

0 


43 


Average of 6.232 to 6.491 min.:'828207.D\data,ms (-) 


3i7 


268 


204 


81 


146 


59 

iilAdj. 


94 


124 


1p7 




162 


174 


t i I riS S i H I t t < i p i Ilf 


226, 


310 


284 


369 




341354 


m/z-> 


40 ■ ■ e'o BO ‘ ■ ioo■ 'm 'Up' ’.ieo; 180 .200 _^20 _240 2 _ 60 280__300., _32p 340 360 


Abundance 

80 

60 

40 

20 

OV 


#1: HEROIN 


4i3 


268 


327 


215 


81 


59 

ilL 


94 

ill 


115 


146 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


28 


162 


181 , i 


310 


284 


. I 29S 

( ] 1 I . , r, . . ,. 


369 


341 


l-T ] i'll Ij 1 I I 


m/z-> 


828207.D 


Fri May 11 13:23:16 2012 
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Area Percent / Library Search Repor 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


C: \MSDCHEM\1\SYSTEM7\05__11__12\828212 .D 
DCS 

11 May 2012 14 i30 

BLANK 


Vial Number 

AcquisitionMeth 

Integrator 


1 

DRUGS . M 
RTE 



Time-> 2.00 3,TO _4,gp_5.00 __ 6.00 7.00 8,00 9,00 10,00 _ _ 11,0g_ 1^00, 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


828212.D Fri May 11 14:41:36 2012 Page 1 


Corbett email PRR 010153 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\SySTEM7\05_ll_12\828213.D 

DCS 

11 May 2012 14:46 

BLANK 


1 


DRUGS.M 
RTE 



Time-> 2.00 3.00 4.00 5^00 MO 8,00 9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


828213,D Fri May 11 14:57:16 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_11_12\828214.D 
DCS 

11 May 2012 15:01 

HEROIN STANDARD 


DRUGS.M 
RTE 



Time-> 2.00 3.00 


4.00 


5.00 


6,00 


7.00 


8.00 


9,00 


10,00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

6.269 

1320285 

100.00 

100.00 


828214 .D 


Pri May ll 15:12:56 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C; \MSDCHEM\l\SySTEM7\05_^ll_12\828214 .D 

DCS 

11 May 2012 15:01 

HEROIN STANDARD 


DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C;\Database\PMW TOX2.L 


PK# 


1 


RT 


6.27 


Library/ID 


C:\Database\SLI.L 
HEROIN 



CAS# Qual 


000561-27-3 99 



828214 , D 


Fri May 11 15:12:56 2012 


Page 2 
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:0ifiHwn/i mpm 

t -// A,->,a 

- 

X 



PRELIIVUNARY TESTS 
Spot Tests 


Cobait 

Thiocyanate ( ) -^blUf. 


Marquis -f' j 
Froehde' 


■s -rpmk 


m 

Mecke’s 


Microcrvstalllne Tests 
Gold 

Chloride_ 

■rLTAi_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS niA^’A/ _ 


DATE S, 


mR 


GC/MS CONFIRMATORY TEST 
RESULTS hf£XA/ . 



Revised 7/2005 

Corbett email PRR 010157 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Abundance 

2000 


1500 


1000 


600 


C; \MSDCHEM\1\SYSTEM7\05_11_12\828204 .D 

DCS 

11 May 2012 12:24 

BLANK 


1 


DRUGS.M 
RTE 


TtC: 828204.D\clala,nns , / 


X 


Time--> 2.00 



10.00 


12.00 


Ret. Time 


Area Area % 


Ratio % 


+**N0 INTEGRATED PEAKS*** 


828204,D 


Fri May 11 12:36:11 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name 

C; \MSDCHEM\l\SySTEM7\05_ll_12\828205 .U 

Operator 

DCS 

Date Acquired 

11 May 2012 12:40 

Sample Name 

HEROIN STANDARD 

Submitted by 


Vial Number 

5 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE ...... 

-------- 


Abundance 


600000 


400000 


200000 


TIC: 828205.D\data.ms 
6474 


Time--> 


2,00 


— I —j— I — I —r f"] r“ 

3,00 4.00 


6.00 


' 6 .00 


7.00 


8.00 


9.00 


10.00 


11,00 


12.00 


Ret. Time 

Area 

Area % 

Ratio % 

6.274 

1057260 

100.00 

100.00 


828205.D Fri May 11 12:51:50 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C; \MSDCHEM\l\SYSTBM7\05_ll 
DCS 

11 May 2012 12:40 

HEROIN STANDARD 

5 

DRUGS.M 
RTE 


12\828205.D 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C: \Database\pm_T0X2 . L 


PK# RT Library/ID 


1 6.27 C;\Database\SLI.L 

HEROIN 






u 


Minimum Quality: 80 
Minimum Quality; 80 


CAS# Qual 


000561-27-3 99 


Abundance 

I 4b 


Average of 6.232 to 6.428 min.: 828205.b\data.ms (-) 


80 


327 


m/z-> 



Abundance 



828205.D 


Fri May 11 12:51:51 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: , „ 

File Name ; C:\MSDCHEM\1\SYSTEM7\05__11_12\828208.D. 

DCS ^ 

11 May 2012 13:27 

BLANK 
DCS 
1 

DRUGS.M 
RTE 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 



OVr 
Time--> 2.00 


3.00 4.00 6.00.. 6.00 7.00 


' ' ' 8.00 a 00 _ 10 ,- 00 _ 11.00 12^00 


Ret. Time 


Area 


Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


828208.D 


Fri May 11 13:38:53 2012 


Page 1 
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Area Percent / Library Search Report 



Ret, Time 


Area Area % Ratio •s 


2.954 
5,755 
5,808 
6.280 


359502 

122430 

530482 

4017956 


7.15 8.95 

2.43 3.05 

10.55 13.20 

79.87 100.00 


828209.D Fri May 11 13:54:35 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


Data Frie; ^ ^ 

C: \MSDCHEM\1\SYSTEM7\05_11_12\828209. D 

DCS 

11 May 2012 13:43 


DCS 
9 

DRUGS.M 
RTE 


Search Libraries; 


PK# 


RT 


C;\Database\SLI.L 
C;\Database\NIST05a.L 
C:\Database\PMW_T0X2.L 


Library/ID 


2.95 C:\Database\NIST05a.L 
Scyllo-Inositol 
Inositol 
Inositol 


Minimum Quality; 80 
Minimum Quality: 80. 


CAS# 


Qual 


000488-59-5 86 
000087-89-8 80 
006917-35-7 78 


Abundance 

I 

80 

60 

40 

20 

0 


43 


7f3 


Average of 2.705 fo 2.996 min.; 828209.DVdata.ms (-) 


60 




67, 


102 


194 


89 115151 133 144 163 176 ■ .. 

*.150 160 170,. 180 .1.90 


40 50 60 . 70 80 .9P_ 100. , 110.120 130. 

#43368; Scyllo-inosilol 


Abundance 


80 


60 


40 


20 


7i3 


60 


43 

t4W 


53, 


89 


102 


ifi? iei 

- Y ^ I M ' < ' M ^ ^ ' I ‘ ' 


m/z-'> 


81 . T, I 109115 125 , , , 

4'o'"5o ''60 -7'o ^^0 190 


828209.D 


Fri May 11 13:54:35 2012 


Page 2 
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Area Percent / Library Search Repoit 


Information from Data Filej 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 


C ; \MSDCHEM\1\SYSTEM7\05__11__12\828209 . D 

DCS 

11 May 2012 13:43 


DCS 
9 

DRUGS.M 
RTE 


Search 

Libraries 

: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qtial 


5.76 


G:\Database\NIST05a.L ^ 97-1 99 

Morphinan-6-ol, 7, S-<3idehydro-4,5-e 1 9 

Morphinan-6-ol, 7 ,e-aidehydro-4,5-e ,, 

Acetylcodein 


Abundance 

! 

i 

801 
60 
40 

20 

0 


Average of SJiS to 5,782 min.r828209.D\data.ms i 


341 


43 


282 


229 


59 


81 


115 




94 


Mm- 


162 


204 


28 1461 




175 


188 




266 


\Xt/z—> 40 60 80 

Abundance#148334: Mofphinan-6-ol 

80 

60 

40 

20 

0 


100 120 140 160_180 . 200 




298 


326 


■ I I '" I ' I- ^ 


220 240 2^50__ .2^0 __300 320 340 _ 


7,8-didehydfo-4.5-epoxy-3'-melho>cy:i7-methyl-, acetate (ester), (5.atpha.,6.alpha 

282 


229 


43 


204 


« 70 T 


115 


162 


188 


)28 146 , 175 


ifJ. 


240 


266 


298 


' i ' nftft nAr\ 


m/z-> 


140 160 180 200 220 240 


260 280 300 320 340 


828209 .D 


Fri May 11 13:54:36 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C;\MSDCHEM\l\SYSTEM7\05_ll_12\828209.D 

Operator : DCS 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 9 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2,L 


PK# RT Library/ID 

CAS# 

Qual 

3 5.81 C:\Database\NIST05a.L 



6 -Monoacetylmorphine 

002784-73-8 

96 

6 -Monoacetylmorphine 

002784-73-8 

94 

'6 -Monoacetylmorphine 

002784-7'3-8 

93 


13:43 

DCS 




828209.D Fri May 11 13:54:36 2012 Page 4 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\l\SYSTEM7\05_ 
DCS 

11 May 2012 13;43 


DCS 
9 

DRUGS.M 
RTE 


11_12\828209 . D 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# RT Library/ID 

CAS# 

Qual 


y 



4 6.28 C; \Database\SLI .L 

HEROIN 000561-27-3 99 



828209.D Fri May 11 13:54:37 2012 


Page 5 
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Area Percent / Library Search Report 


- Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C; \MSDCHEM\1\SYSTEM7\05__11_12\828212.D 
DCS 

11 May 2012 14:30 

BLANK 

1 

DRUGS . M 
RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


828212.D Fri May 11 14:41:36 2012 


Page 1 
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Area Percent / Library Search Report 



Tfme-> 2.00 . 3.00 4.00 . 5,00 6.00 . . .7.00.9,00 mOO.11.00 .1_2.,p0 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


828213,D Fri May 11 14:57:16 2012 
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Area Percent / Library Search Report 


Information -from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


C;\MSDCHEM\l\SYSTEM7\05_ll_12\828214,D 
DCS 

11 May 2012 15 : 01 

HEROIN STANDARD 


DRUGS.M 
RTE 


Abundance 

800000 
600000 
400000 
200000 

0*-] r —1 r— T—{— rT— i r-pA— r ~i ] t i i i j i i i i | i -t ■ i i | , 

Time-> 2,00 3,00 4.00 5.00 6,00 7.00 8.00 9.00_10, p0_ 11.00 12.00 


TfC: 828214.DWafa.ms 
6.|69 


Ret. Time 

Area 

Area % 

Ratio % 


6.269 

1320285 

100.00 

100.00 



828214.0 Fri May 11 15:12:56 2012 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

C;\MSDCHEM\1\SYSTEM7\05 11 
DCS 

11 May 2012 15:01 

HEROIN STANDARD 

5 

DRUGS,M 

RTE 

_12\828214.D 


Search Libraries 

; C:\Database\SLl.L 

C:\Database\NIST05a. L 

C:\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality; 80 

PK# RT 

Library/ID 

CAS# 

Qual 

1 6.27 C 

: \Database\SLl. L 




HEROIN 000561-27-3 99 



828214 .D 


Fri May 11 15:12:56 2012 


Page 2 


Corbett email PRR 010170 






